STATUTES AT LARGE

Provide For Concurrent Jurisdiction In The Regular Master In
Divorce Cases And To Provide Salary And Expenses For The
Office Of Standing Master For The Year 1950.
Be it enacted by the General Assembly of the State of South
Carolina:
SECTION 1: Office of standing master continued for 1950,
Richland County.-The office of Standing Master for Richland
County as created under Section 6 of Act No. 642 of the Acts and
Joint Resolutions of 1949 shall be continued for the calendar year 1950
with the same jurisdiction and powers in regards to divorce mat-
ters, provided, however, that the regular Master of Richland County
shall have concurrent jurisdiction in all divorce matters in Richland
County.
SECTION 2: Term.-The office of Standing Master for Richland
County shall be terminated as of December 31, 1950, unless otherwise
provided by law.
SECTION 3: Salary-office expenses-incumbent continue.-
There is hereby provided out of the general funds of Richland County
the sum of three thousand six hundred ($3,600.00) dollars as salary
and six hundred ($600.00) dollars as office expenses to be paid to
the Standing Master of Richland County on a monthly basis.
Provided, further, however, that the present Standing Master shall
be continued in office for the calendar year 1950.
Approved the 18th day of February, 1950.
(R748, H1992)              No. 1358
A JOINT RESOLUTION Authorizing The State Board of
Health And The Board Of Regents Of The South Carolina State
Hospital To Enter Into An Agreement With The School Commis-
sioners Of School District No. 1, Richland County, For The Tap-
ping By Said School Commissioners Of Certain Water Mains Un-
der The Joint Control Of The State Board Of Health And The
Board Of Regents Of The South Carolina State Hospital Upon
Certain Conditions.
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